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Message Text 


UNCLASSIFIED 

PAGE 01 SINGAP 01689 241208Z 

43 

ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

027014 

R 24095 8Z APR 75 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2401 
AMEMBASSY BANGKOK 
AMCONSUL HONG KONG 

UNCLAS SINGAPORE 1689 

E.O. 11652: N/A 
TAGS: BTIO, SN 

SUBJ: FOREIGN GOVERNMENT TENDER - NGEE ANN TECHNICAL COLLEGE 

1. 559/01/T-0016 

2. 042375 

3. ROBERT J. MCSWAIN 

4. 559 SINGAPORE 

5. Y (EDUCATIONAL INSTITUTION) 

6A. WRITE TO - 

6B. ASSISTANT REGISTRAR (A) 

6C. NGEE ANN TECHNICAL COLLEGE 
535 CLEMENTI ROAD 
SINGAPORE 21. 

7. EEE/TQ/21-26/75 

8. 062375 

9. 204. 9A. FOREIGN COMMERCIAL TENDER 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SINGAP 01689 241208Z 
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10. SUPPLY OF TEACHING EQUIPMENT TO THE LABORATORIES AND 
WORKSHOPS OF THE DEPARTMENT OF ELECTRICAL AND ELECTRONIC 
ENGINEERING: 

35412 - DRILLING MACHINE 

35413 - CUTTING MACHINE 

35531 - SAWING MACHINE (FOR WOOD); PLANNING AND MORTISING 
MACHINE (FOR WOOD). 

38112 - LABORATORY AND SCIENTIFIC INSTRUMENTS (TEACHING AIDS), 

E.G.. PNEUMATIC SERVOMECHANISM. DEMONSTRATION AND TEACHING 
SET; ELECTRO-HYDRAULIC SERVO TEACHING AND DEMONSTRATION SET; 
PORTABLE WARD-LEONARD SPEED CONTROL SYSTEM; CAPACITANCE BOX, 
RESISTANCE BOX, INDUCTANCE BOX; A.C. POTENTIOMETER; SERVO 
SYSTEM MODULE; ANTENNA TEACHING AID; TELECOMMUNICATION TRAINER; 
LAMPS; PRISMS; RADIOMETER; SOUND EXPERIMENTAL KIT; PHOTOMETER; 
OPTICAL BENCH; RESISTANCE; INDUCTOR; MICROSCOPE; MEGGER, 
INSULATION TESTER; TRANSFORMER OIL TEST SET; UNIVERSAL LOAD 
SYSTEM; ELECTRICAL POWER TRANSMISSION SYSTEM; TF.I.AY TESTING 
EQUIPMENT; GENERATOR PROTECTION; SYSTEM PROTECTION; AND KWH 
METER. 

34294 - PULLEYS. 

36220 - TAPE TIMER. 

COPIES OF TENDER DOCUMENTS MAY BE OBTAINED ON THE PAYMENT 
OF SS500 OF WHICH S$20 WILL BE DEDUCTED TO DEFRAY COSTS OF 
PRINTING AND THE BALANCE OF S$480 WILL BE REFUNDED TO UN- 
SUCCESSFUL TENDERERS. IN THE CASE OF SUCCESSFUL TENDER, 

THE DEPOSIT MINUS S$20 AS AFORESAID, WILL BE REFUNDED UPON 
THE COMPLETION OF THE FORMAL CONTRACT. EXCHANGE RATE IS 
US$1.00 EQUALS APPROX. S$2.27. A SPECIMEN COPY OF TENDER 
SPECIFICATIONS IS BEING AIRPOUCHED TO COMMERCE 4/25/75. 

IOA. NGEE ANN TECHNICAL COLLEGE IS UNDERGOING A THREE-PHASE 
EXPANSCSN PROGRAM AT AN ESTIMATED COST OF S$15 MILLION. 

IOB. A COPY OF THE TENDER NOTICE WILL BE DISSEMINATED TO THE 
U.S. PARTICIPANTS OF THE EDUCATIONAL TRAINING AIDS AND AUDIO- 
VISUAL EQUIPMENT CATALOG SHOW WHICH WAS HELD IN SINGAPORE, 

APRIL 15-18, 1975 (SEE SUMMARY REPORT, SINGAPORE 1675). 

CRONK 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SINGAP01689 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 44-0220 
From: SINGAPORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750420/aaaaasnt.tel 

Line Count: 99 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUL 2003 by SilvaL0>; APPROVED <03 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - NGEE ANN TECHNICAL COLLEGE 
TAGS: BTIO, SN 
To: COM 
Type: TE 
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